Herbert Rowse Armstrong.

Dr Frederick S. Toogood

taken, in order to see that there was no arsenic in the water
itself. Arsenic powder is a light substance. Of course, it can
adhere to a bottle more easily. The cork, I understand, was a
new cork, but it should have been taken from a fresh packet,
and not a cork that was lying about the shop. There would be-
no arsenic in the cork; there is only the question of arsenic
getting on to the cork, the arsenic being manipulated in the shop.
The same remark would apply to the bottle.

The Court adjourned.
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